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ATTN: MR. MANNIELO 

E.O. 11652: N/A 
TAGS: SENV.NATO 

SUBJ: CCMS ADVANCED HEALTH CARE PILOT STUDY - EMERGENCY 
MEDICAL SERVICES PROJECT 

REE: STATE 170271 

1 . REFTEL TRANSMITTED MESSAGE EROM EGEBERG TO SPALATIN ADVIS- 
ING THAT HE WAS ASKING DR. AMARAL OF PORTUGAL TO BE CO- 
DIRECTOR OF PROJECT AND INQUIRING ABOUT FEASIBILITY HOLDING 
NEXT EMS MEETING IN ITALY. NO RESPONSE RECEIVED FROM SPALATIN. 

2. IN VIEW OE PAST HISTORY LEADERSHIP PROBLEMS THIS PROJECT, 
EGEBERG WOULD APPRECIATE EMBASSY'S CONTACTING DR. VANNUGLI 
TO OBTAIN REAEFIRMATION ITALY'S DESIRE CONTINUED PARTICIPA- 
TION/LEADERSHIP THIS PROJECT AND TO ELICIT RESPONSE INQUIRY 
MADE TO SPALATIN. IF ITALY AGREEABLE TO HOLDING MEETING, 
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EGEBERG WOULD LIKE KNOW SOONEST IN ORDER TO MAKE REPORT ON 
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PROJECT AND ANNOUNCE MEETING DATES AT OCT. 23 CCMS PLENARY. 

PLEASE ADVISE NO LATER THAN COB SEPT. 28. RUSH 



UNCLASSIFIED 
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Review Release Event: n/a 
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